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Test Categories/Tests 
Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Clgt. 

TX pH in Whole smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt, 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Cigt. 

TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests 
Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 
TX Water, mg/cigt. 

TX Puffs/Cigt. 


GBNL6 


Target 

Average 

StdDev 

N 


3S . 0 

2.4 

22.1 

2.35 

34 


32.3 

1.89 

34 


1.20 

0.245 

34 


8.97 

1.827 

34 


9.4 

0.33 

34 


5.0 

0.07 

2 


31.7 

0.37 

20 


15 

1.7 

100 


0.633 

0.0021 

2 


16.81 

0.233 

2 


9.4 

0.01 

2 

GENL6M 




Target 

Average 

StdDev 

N 


34,0 

2,5 

23.6 

2.53 

34 


35.7 

2.05 

34 


1.21 

0.247 

34 


10.85 

2.553 

34 


9.4 

0.27 

34 


5.0 

0.01 

2 


31.0 

0.14 

20 


12 

1.6 

100 


0.625 

0.0156 

2 


17.21 

0.071 

2 


9.8 

0.01 

2 

GENUS 




Target 


StdDev 

N 


34.5 

1.5 

14.9 

1.44 

33 


19.4 

1.38 

33 


0.88 

0.171 

33 


3.63 

0.919 

33 


10.2 

0.45 

33 


GENL6B 


Target 

Average 

StdDev 

N 


34,0 




2.6 




23.7 

2.72 

31 


36.1 

1.72 

31 


1.23 

0.265 

31 


11.10 

2.556 

31 


9.2 

0.26 

31 


5.0 

0.02 

2 


31.1 

0.11 

20 


10 

1.2 

100 


0.S15 

0.0035 

2 


17.16 

0.134 

2 


9.3 

0.01 

2 

GENU8 




Target 

Average 

StdDev 

N 


39,0 




1.4 




17.2 

1.25 

33 


21.6 

1.10 

33 


1.06 

0.211 

33 


3.29 

0.792 

33 


12.3 

0.49 

33 


5.0 

0.04 

2 


35.9 

0.45 

20 


46 

2.4 

100 


0.737 

0.0057 

2 


17.45 

0.283 

2 


9.8 

0.01 

2 

BB8-BW 





Average 


N 


34.0 




2.8 




33.4 

3.18 

34 


48.2 

2.30 

34 


1.84 

0.372 

34 


12.99 

2.751 

34 


11.9 

0.41 

34 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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TX pH in Whole Smoke 

Filter 

4.9 

0.10 

2 


5.0 

0.06 

2 

Tipping Paper Length, mm 

31.4 

0.43 

20 


31.2 

0.22 

20 

Ventilation 

Filler 

45 

2.1 

100 


1 

0.2 

100 

Tobacco Weight, g 

0.627 

0.0035 

2 


0.800 

0.0127 

2 

Total Alkaloids, mg/g 

17.34 

0.021 

2 


17.42 

0,134 

2 

OV After Grinding 

8.7 

0,01 

2 


10.2 

0.00 

2 


BB8B-BW 



BB8M-BW 




Test Categories/Tests 

Target Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 








FTC Butt Length, mm 

35.0 




34.0 



Tar/Puff, mg 

2.7 




2.8 



TX Tar, mg/cigt. 

29.9 

3.06 

34 


32.4 

3.39 

34 

TX Tpm, mg/cigt. 

43.9 

2.69 

34 


47.2 

2.39 

34 

TX Nicotine, mg/cigt. 

1.61 

0.336 

34 


1.76 

0.352 

34 

TX Water, mg/cigt. 

12.37 

2.554 

34 


12.99 

2.546 

34 

TX Puffs/Cigt. 

11.2 

0.44 

34 


11.8 

0.39 

34 

TX pH in Whole Smoke 

Filter 

5.0 

0.01 

2 


5.0 

0.03 

2 

Tipping Paper Length, mm 

32.0 

0.11 

20 


31.2 

0.76 

20 

Ventilation 

Filler 

1 

0.3 

99 


1 

0.2 

100 

Tobacco Weight, g 

0.758 

0.0010 

2 


0.784 

0.0010 

2 

Total Alkaloids, mg/g 

16.50 

0.099 

2 


17.59 

0.092 

2 

OV After Grinding 

9.8 

0.01 

2 


10.3 

0.03 

2 


Notations: 


GENL6 

GENL6B 

GENL6M 

GENU8 

GENU 6 

BB8-BW 

BB8B-BW 

BB8M-BW 


GENCO LTS KS REG SP 
GENCO LTS 83MM REG FTB 
GENCO LTS KS MENTHOL SP 
GENCO ULTRA LTS 100 REG SP 
GENCO ULTRA LTS KS REG SP 
BEST BUY FF 100 REG SP 
BEST BUY EF 100 REG FTB 
BEST BUY FF 100 MENTHOL SP 


GENU8 

GENU6 


Group 1510 Run 6 Port 10 rejected data after finding neoprene washer 
in lucite. 

Group 1510 run 3 port 13 was rejected because of a leak. 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a <1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period Is not appropriate, 
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All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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